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STATINTL = 
EXHIBIT NO. 8 TO CONTRACT NO. Eo 
CONTRACTOR WARRANTS PRICES CONFORM TO THE 
FROM Baird-Atomic, Inc. PRICE FORMULA IN EFFECT ON THE GATE CF THIS EXHIBI 
ca LE PRICES ARE FAIR AND REASONAGLE; THIS EXHIBIT 
0. tt HEREBY APPRCVED IN THE AMOUNT OF $706. 
(CONTRACTING OFFICER] 
ae oo es aetag | , 
ie | PART NO. | NOMENCLATURE QUANTITY UNIT PRICE TOTAL PRICE REMARKS : 
1, | 10283-66 Shims 3 6.15 § 18.45 °° # © | 
2, 10283-60 Shime 3 8.79 26,37 | 
3 AR44-439 Thermostat SS 8.66 . 43.30 
4,  10634-315 Bubble Assembly 2 298. 04 596. 08 | 
| 5. : None _ Eyepiece 1 15.00 15.00 
| 6 10831-30 Installation Gaskets | 10 .50 5, 00 | 
7. | None Locating Pins for Main Cee 5.00/lot 5.00 | 
Casting | 
i i | 
| 
| | 
| STATINTL 
{ ! { i ‘ ' 
TATINTL ! 
: PREVIOUS UNCOMMITTED BALANCE Se ° 
| TOTAL THIS EXHIBIT 706. 20 


| PRESENT UNCOMNITTED BALANCE ._ 


= 


PRESERVATION, PACKING: _ Commercial — ___ DELIVERY COMPLETED BY: May 5, 1961 
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APPROVED PRODUCTION LISTNO.__8 ro contract xo, J STATINTL 


FO. = sAPPROVED SIGNED 229-61 
(AUTRORIZED REPRESENTATIVE } (DATE) 


T0 Baird-Atomic, Inc, PREPARED 6-29-61 ——=_sOSIGNE 
ae >, | —_—_——s (DATE) , 
ann a 


(CONTRACTING OFFICER) 


I 


PART NO. | NOMENCLATURE (QUANTITY, UNIT PRICE =| TOTAL PRICE 7 REMARKS 


a tet ae a 2 9 eens pein, tee nen Gen oS ee Ret ie ee eel = pais 


1. 10283-66 Shims 3 5.15 15,45 

| ra 10283-60 Shims 3 8.79 26, 37 

3. AR44-439 Thermostat 5 8. 66 " 43,390 

| 4, 10634-315 Buoble Assembly 2 298. 04 596. 08 

5. None Eyepiece 1 — 15, 00 15. 00 

6. 10831-30 Installation Gaskets “10 . 50 5.00 

7. |. None ' Locating Pins for Main Ler. |... 5. 00/lot 5. 00 
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PRESERVATION, PACKING: Gommercial ss sC*ELLIVERY COMPLETED BY.) May 5, 1962.00 
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